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UNCLASSIFIED 

PAGE 01 STATE 038067 
ORIGIN COME-00 

INFO OCT-OI EA-09 ISO-00 EB-08 /0I8R 

DRAFTED BY COM/OED/MEPD/JLPHILBRICK/MM 
APPROVED BY EB/OCA/CM/JJREILLY 
COM/OED/MEPD/LENGLESON 
COM/OED/MEPD/SMCONGER, DIRECTOR 
STATE/EA/ANP/HLANGE (INFO) 

COM/OIM/BMCLAUGHLIN (INFO) 

EA/ECP/DBOERIGTER (INFO) 

I9I108 109383/22 

R 182154ZFEB 77 

FM SECSTATE WASHDC 

TO AMEMBASSY WELLINGTON 

UNCLAS STATE 038067 

E.O. 11652: N/A 
TAGS: BENC, NZ 

SUBJECT: MAJOR PROJECT: THERMAL POWER PLANT IN AUCKLAND 
AREA 

REE: WELLINGTON 182 

MAJOR PROJECTS DIVISION USDOC DISCUSSED THIS PROJECT WITH 
JOHN OLSON OF BLACK AND VEATCH. OLSON SAID BLACK AND 
VEATCH COMPETED FOR THE STUDY ON COOLING SYSTEMS CONTRACT 
ON WHAT IS PROBABLY THE SAME PLANT BACK IN 1975. BLACK 
AND VEATCH WOULD LIKE TO KNOW WHETHER ADDITIONAL DESIGN 
WORK REMAINS TO BE DONE OR IF ONLY THE GENERATORS RE- 
MAIN TO BE PROCURED. IF ALL DESIGN AND ENGINEERING CON- 
TRACTS HAVE BEEN LET, PLEASE PROVIDE NAME AND ADDRESS 
OF ENGINEER FOR COMMERCE’S EUTURE REFERENCE. YOUR AS- 
SISTANCE MOST APPRECIATED. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 18-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE038067 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JLPHILBRICK/MM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770060-0114 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770226/aaaaawsw.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7f8b7cc4-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 WELLINGTON 182 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3277714 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: THERMAL POWER PLANT IN AUCKLAND - AREA 
TAGS: BENC, NZ 
To: WELLINGTON 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7f8b7cc4-c288-dd1 1 -92da-001 cc4696bcc 
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